EUROPEAN COMPETITION & COMPETITIVENESS in ROMANIA VI-th edition Palace of the Chamber of Commerce and Industry of Romania 29 November 2010 Annual Forum dedicated to the relationship competition-competitiveness-consumer ~ Agenda ~ 9 30 - 10 00 Registration of participants - Special Message on the behalf of Mr Alexander ITALIANER, Director General of DG Competition - European Commission - Special Message on behalf of the European Parliament - Mr Petru LUHAN, MEP - Message on the behalf of CCIR - Av Crenguta LEAUA, Vicepresident of the Romanian Court of International Commercial Arbitration - Messages on the behalf of the partners of CEFTAC Platform and of the organisers 10 00 - 11 15 1 How to avoid risks and consequences of the abuse of dominant position in the conditions of the fierce competition and of the increasing competitiveness in global markets? 11 15 - 11 30 Coffee break and networking session 11 30 - 12 45 2 What are the practical consequences of the new public procurement regulations in Romania in front of the competition compliance regime, in the context of the absorbtion of EU funds? Romanian Realities - European perspectives - workshop in cooperation with the UPLR, ASAPRO and ACRAFE 12 45 - 13 30 3 How to improve the economic and managerial approach of the judicial expertise appraisal in the competition litagations? Premises provided by the new harmonized legislation from the point of view of the judicial authorithies' prerogatives - workshop in cooperation with the Superior Council of Magistracy and the National Institute of Magistracy Final remarks and conclusions 13 30-14 00 Awarding Ceremony: "Diploma of Excelence in European Jurnalism" 14 00-14 30 Wine tasting offered by the German company Carl Reh Winery - Romania (Crama Oprisor) Annual event organised by EUROLINK-House of Europe Foundation (www HouseofEurope ro), under the aegis of the CEFTAC Platform (Central European Advocacy for a Fair & Transparent Competition - www ceftac ro) 